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CENTRAL INTELLIGENCE AGENCY 

WASHINGTON 25, D. C. 


OFFICE OF THE DIRECTOR 


25X1 A 


20 October 1952 


IffiSORAHmir FOE: Deputy Director for Ceatrai Intelligence 
Deputy Director for Plans 
Deputy Director for Administration^ 
Deputy Director for Intelligence 
Assistant Director for Caeaaaaications 
Inspector General 

Executive Assistant to the Director 
Director of Training 


SUBJECT: 


Release of Gables 


1* ® 5e Director bag authorized each of the addr essees to 
release cables; however* before this authority is delegated by 
you* he desires that a list* _ n d. ; ea ting none and position o f each 
officer who vill receive such authority* be submitted to him for 
approval . 

2. The DCI has also directed that authority to release 
cables be kept to an absolute minimum. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE 



to the Director 


25X1 A 


25X1 


cc : Cable Secretary 
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